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Message: RE: Updated A2A Website Informaiton 


0 RE: Updated A2A Website Informaiton 

From Julie Ball Date Monday, March 20,2017 11:30 AM 

To Kraft, Emily 

Cc 

Journal Emily.Kraft@oa.mo.gov 

Recipients 

See below 


From: Kraft, Emily [mailto:Emily.Kraft@oa.mo.gov] 

Sent: Friday, March 17, 2017 7:55 AM 

To: 'Kristen M. Setterlund, MSW, LCSW'; Schott, Kyle; 'Angel McDonald'; Julie Ball; 'Laura Griggs'; 'Abigail Chisom'; 'Megan Lengerman'; 'Andrea Vent' 
Subject: Updated A2A Website Informaiton 

Hello all, 

Now that we've started the new contract, I'm trying to get the public A2A website up to date with current information. In order to do 
that, I will need some information from you. Below is a chart that I will need you to fill out for your organization. Please include all 
subcontractors and office locations. Feel free to add additional rows if necessary. 

POBox(if Zip 


Name of Organization_Address_applicable)City_State Code_Office Phone #Counties Served 


The LIGHT House 

400 W 

Meyer Blvd 

PO Box 

22553 

Kansas 

city 

MO 

64113 

816-361-2233 

All 


















Please return the completed chart as soon as possible so I can get this to our web team. 
Thanks, 


Emily Kraft 

Alternatives to Abortion Program Manager 
Truman Building, Room 430 
Jefferson City, MO 65102 
Phone: (573) 522-0003 
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9/25/2018 



















